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|S*i3-930S SERVICE NOTES ON AT-930 


Some of the symptoms and cures for troubles that have been 
encountered with the AT-9398 are listed below. 


1. The motors do not stop on all bands. 


Possible causes: 

a. Cold solder joint of eiaeea vCJ wire. 

b. Cold solder joint of L18 lead. 

-¢. Cold solder joint of the wire between pin 13 of Q39 and 
R139, D33 and R138. | 


The motors do not stop on the. 7 Mhz band. 


Possible cause: oat 
The rotor of VC2 contacts (shorts against) the stator. 


The motors do not t stop on the 28 Mhz band. 


Possible Cause: | JES. - 

Cold solder joint between mee R84. 

The AUTO: mode does not reset. 

Possible Cause: 

faa wire from piney R139 gad: p33 may touch sore pin 14. 
_. The motors stop when SWR is at maximum. 

Possible Cause: | 


The wire from R138, R139 and ‘33 touches Q39 pin 14 and the 
foil is broken around VCl. ‘ 
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Symptom 4. 
SYMPTOM 2. 
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